The  Meeting  House  •  Caesar's  Creek  Pioneer  Village 

Warren  County,  Ohio.  Built  in  1849  on  a  site  where 
log  meeting  houses  had  stood  since  1805,  this  poplar 
frame  building  was  moved  across  the  valley  and  fifteen 
miles  down  the  road,  where  it  is  being  restored  as  an 
authentic  Quaker  place  of  worship. 


